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ORIGIN COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 10-10 /030 R 

DRAFTED BY COM/OEWT/TPD/562/JVBUSHERY/LWH 

APPROVED BY EB/OC A/REP/JB RABEN S 

COM/BEWT/OEWTD/AWEISS 

COM/BEWT/EEAD/JELLIS 

EUR/EE/RCHRISTENSEN 

EB/EWT/JBEMIS 

073510 

R262317Z FEB 75 
FM SECSTATE WASHDC 
TO AMEMBASSY PRAGUE 

UNCLAS STATE 044017 

E.O. 11652: N/A 
TAGS: BEXP, CZ 

SUBJECT: PARTICIPATION IN 17TH INTERNATIONAL ENGINEERING 
FAIR, BRNO CSSR. 

REF; STATE 272982 

1. REFERENCE ASKS THAT YOU ARRANGE FOR SPACE FOR THE 
USDOC EXHIBITION. IF YOU HAVE ALREADY DONE SO PLEASE 
SEND US THE FLOOR PLANS SO THAT WE CAN BEGIN DESIGNING. 

WHAT IS TE COST AND PAYMENT SCHEDULE? PLEASE MAKE THE 
MAXIMUM EFFORT TO INSURE THAT OUR SPACE CONTAINS A 
MINIMUM OF OBSTRUCTIONS. 

2. AS IN THE PAST, BEWT/TPD WILL APPRECIATE YOUR 
ASSISTANCE IN ARRANGING HOTEL ACCOMODATIONS. THROUGH MOST 
EXHIBITORS PREFER FIRST CLASS HOTELS, THE ACCOMODATIONS 

AT THE PURKYNE AND DRUZBA HOTELS WERE ALSO ADEQUATE. 

FROM OUR POINT OF VIEW, IT IS EASIER TO APPORTION THE 
SPACES IF THEY ARE ALL THE SAME. THEREFORE, IF YOU ARE 
UNABLE TO OBTAIN ALL THE ROOMS IN ONE OF THE FIRST 
CLASS HOTELS, IT MIGHT BE BETTER TO TRY TO GET ALL THE 
ROOMS IN EITHER THE DRUZBA OR THE PURKYNE. PLEASE INFORM 
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US WHAT ARRANGEMENTS YOU MAKE. 35-40 ROOMS SHOULD 
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BE SUFFICIENT. KISSINGER 
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